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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



IS 4921 (1968): Extension Bars [PGD 32: Cutting tools] 




Jawaharlal Nehru 
'Step Out From the Old to the New" 
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Satyanarayan Gangarara Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 
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Indian Standard 
SPECIFICATION FOR EXTENSION BARS 



l» Scope — Dimensions and requirements for extension bars. 



2* Dimensions 
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All dimensions in miMimetres. 



Ncrriinai Size 

a* 



2-00 
i'24 
2-50 
2*80 
315 

3*55 

4-00 
4-50 
5-00 
5-60 

6-30 
7-10 
7-50 
8-00 
900 

1000 
1 1 -20 
12-50 
14-00 
!6'00 

18-00 
20'00 
22-40 
25 00 
2800 



31*50 
35-50 
40-00 
45-00 



5 
6 
7 
7 
8 

9 

to 

10 

II 

12 

14 
15 
16 
17 
!9 

21 
23 
25 
29 
31 

33 
35 
38 
45 
50 

55 
60 
67 
75 



2-50 
2-80 
3M5 
3-55 
4-00 

4-50 
5-00 
5-60 
6-30 
7M0 

800 

9-jOO 

9-00 

10-00 

n-20 

12-50 
I4-00 
16-00 
18-00 
2000 

22-40 
25-00 
28-00 
31-50 
35-50 

40-00 
45-00 
50-00 
56-00 



♦Tolerance on dimensions *«' shall be: 
D(l for internal square and 
hll for external square. 
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15 


60 
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15 


70 
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20 


80 
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20 


90 
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22 


95 
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23 


100 
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24 


105 
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24 


105 
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25 


110 


8 
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27 


115 
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10 


29 


120 
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II 


31 


125 
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11 


31 


125 


II 


12 


33 


130 


12 


14 


35 


135 


13 


IS 


37 


140 


14 


16 


39 


150 


16 


17 


A\ 


155 


18 


20 


47 


175 


20 


1 22 


50 


f85 


22 


i i^ 


53 


195 


24 


1 26 


56 


210 


26 


i 28 


60 


220 


28 


i 30 


66 


250 


31 


i 33 


70 


265 


34 


1 

i 36 


75 


285 


38 


40 


80 


300 


42 


i ^5 


90 


320 


46 


1 49 


100 


350 



Adopted 28 November (968 



@ October 1969, ISI 



Gr 1 



INDIAN STANDARDS INSTITUTION 

MAMAK SHAVAN, 9 BAHADUR SHAH ZAFAR MARG 

NEW DELHI 110002 



IS:492i-l968 

3. Designation — An extension bar having nominal size a » 6*30 mm sliall be designated as: 

Extension Bar 6*30 IS : 4921 

4. Material — Steel with tensile strength 37 kgf/mm\ minimum, 

5* Hardness 

Driving square : 390 HV ( 40 HRC ). minimum. 

(L General Requirements — All edges shall be well chamfered. 

7. Marking — The extension bars shall be marked with the nominal size a and manufacturer's name or 
trade-mark* 

8. Preservative Coating and Packing 

8. 1 Each wrench shall be covered with a suiuble rust proofing material. 

8.2 Each wrench shall be wrapped In non«absorbent paper protected by a cover bearing a nominal size, 
manufacturer's name or trade-mark. 

9. ISI Certification Marking — Deulls available with the Indian Sundards Institution. 
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